THE  FIRST  CONGREGATIONAL  CHURCH  OF  ROCKTON, 
ILLINOIS,  known  as  the  OLD  STONE  CHURCH  Was 
organized  in  1838.  The  present  structure  is  over  one 
hundred  years  old. 

Ektachrome  by  Jack  Taylor 
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